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Message Text 

UNCLASSIFIED 

PAGE 01 SOFIA 00553 3I0937Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-08 /021 W 

055637 3I0944Z/23 

R28I250ZMAR 78 
FM AMEMBASSY SOEIA 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4317 
AMEMBASSY VIENNA 

UNCLAS SOFIA 0553 

VIENNA FOR VONTILLIUS 

E.O. 11652: N/A 

TAGS: BEXP BU 

SUBJECT: PLOVDIV FAIR 78 

REF: USDOC 05860 


1. MUCH APPRECIATE UPDATE ON STATUS OF RECRUITMENT FOR PLOVDIV. 


2. WE ARE CONTINUING TO PROMOTE PLOVDIV AMONG BUSINESS VISITORS 
HERE AND WILL PASS ON POSSIBILITIES. RECENT ECON TRENDS 
REPORT (SOFIA A-18) MAY BE OF SOME USE IN RECRUITMENT EFFORTS. 

E/C OFFICER HAS APPOINTMENT THIS WEEK WITH MINISTRY OF MACHINE- 
BUILDING AND FTO MACHINOEXPORT TO DISCUSS PLOVDIV POSSIBILITIES. 
WILL SEEK MEETING WITH FTO TECHNOEXPORT-TECHNOKOMPLEKT 

TO FOLLOW-UP ON GOSPODINOV'S SUGGESTION (PARA 3 REFTEL). 

3. MARCH 15 EMBOFF VISITED PLOVDIV TO DELIVER DOWNPAYMENT 
ON BLDG 19. PHOTOGRAPHY AND BLUEPRINT OF BUILDING WERE TAKEN 
TO VIENNA FOR TRADE FUCSUPVRT OFFICE AND HAVE BEEN POUCHED TO 
BEWT/BILECKY. HEIGHT OF BUILDING WALLS IS 3 METERS. OPEN RAFTERS 
WILL REQUIRE FALSE CEILING. ELECTRICAL CONNECTIONS ARE LOCATED 
IN FAR LXEFT CORNER OF BUILDING. WATER CONNECTIONS ARE IN W.C. 

AND KITCHEN AREA. TWO WATER OUTLETS ARE LOCATED 15 METERS AND 49 
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METERS FROM RIGHT WALL OF BUILDING IN THE BACK; TWO MORE ARE 
LOCATED INSIDE THE ERONT OF THE BUILDING 10.5 METERS AND 49 
METERS FROM RIGHT HAND WALL. FIRE HOSE OUTLETS ARE LOCATED IN SAME 
PLACE 10.5 METERS AND 51 METERS FROM RIGHT HAND WALL NEAR ERONT 
DOORS. 


4. W.C. IS INCLUDED IN OUR SPACE GRATIS, BUT KITCHEN AREA WILL 
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COST EXTRA. AFTER VIEWING PROJECTED PLAN EOR PAVILION, WE DO 
NOT RECOMMEND OBTAINING THIS AREA AS SUBSTANTIAL PHYSICAL REPAIRS 
WILL BE REQUIRED AND NO APPLIANCES ARE INSTALLED. AREA WILL BE 
BLOCKED OFF AND NOT USED, ACCORDING TO EAIR AUTHORITIES. 

5. AS CAN BE SEEN EROM PHOTOS, BUILDING IS CURRENTLY BEING USED 
AS WAREHOUSE BUT IS SCHEDULED TO BE CLEARED OUT BY END OF 
APRIL. EMBOFF WILL MAKE VISIT AT THAT TIME FOR FULL INSPECTION OE 
SITE AND WILL BE ABLE TO SUBMIT BETTER PHOTOS WHEN BUILDING IS 
EMPTY. 

GARTHOFF 

NOTE BY OC/T: TELEGRAM DELAYED IN TRANSMISSION 
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